25X1A6D 

25X1A9A 

25X1A6D 
25X1 A9A 


25X1 A9A 


25X1 C 




Add, 


iM 


2/11/2 


)P78-04720A0001 00080021 -8 


: ... . c i 


25X1A6D 


21 Ibbrwary 1*58 


FOB: Chief, Staff 




(1) Director of C'— in l ost! 
(t) Deputy Di renter/; 


Request for 
of Organ! KAtlOD 


Table 


25X1A6D 

25X1 


1. The prese nt | ], Mr . 

~~| is scheduled for roses igano at by the 
Offloo of On— uni cstloas la June of this year. 

1. j>s pro— oil ] Administrative Of floor, Mr. 

I 1* currently being considered for 


by the Adninist rat 1 on Ooroor Service . 


3. lo econ ectioo with theee pending 
the Deputy Uroctor /'Support and the Director gf On— ml 
ootlo— have verb oily concurred la the follonaf actions: 

a. 9m Administrative Officer 1 s slot 

will 1st bo filled Whoa vacated by MT J I 


b. The former Administrative Officer's 
•lot will be used to establish the position of 
Assistant Maintenance Engineer, with duties as 
outll— d in Inclosure 1. 


The 


jpooltloo 


will be re -designated Executive Officer, with 
duties as outlined in Enclosure 2. 

k. In accordance with the shove, it la requested that: 
a. The Administrative Officer 'a slot bo 
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b. The poaitio* of AMlitaat Maintenance 
lb g i — r be -atahllahed. 

c. n»« fKiaitiaa of | | 25X1 

b* r*-4*sl£nat*e<i Executive Officer . 










